

Chemical fire 


Mechanical and electrical fire 


Runaway chemical reaction 


Improper storage of hazardous material 

Piping restriction 
Autoignition 



Flammable material release 

Oil leakage 

Poor operation of device 


Metal fire 
Gas explosion 


Malfunction 
Short circuit 


Electrical failure 


No training provided 


Insufficient practice or hands-on experience 



Inadequate work environment 
Inadequate presentation or materials 
Disobeying the safety rule 


Lack of procedure 
Inadequate content 


Insufficient refresher training 


Negligence 


■ Insufficient risk training 


Training deficiency 



Make mi: 


Defective or i 
Other hun 


Violation of requ 


\/ 

WBC X. Platelets 

/ HC«\ 


T.B* 











































Lab Abbreviations 









M 13.5-17.5 
F 12-16 


WBC 

4.5-11 

xl0 3 /uL 


Hct 

M 39-49% 
F 35-45% 


Pits 

150-450 

xl0 3 /uL 


Ca 2+ 

AS 

8.4-10.2 

0-3 

Protein 

AL 

6-8 

0-3 

Albumin 

AlkP 

4-6 

30-: 


Bilirubin 

o-i 


Na + Cl' BUN 

135-145 95-105 7-18 


K+ 

3.5-5 


HCO 


Cr 


22-28 0.6-1.2 


Glucose 

70-115 


pH / PaC0 2 / Pa0 2 / HC0 3 

7.35-7.45/ 35-45 / 80-100 / 21-27 


SHORTHAND FISHBONE 


LABORATORY DIAGRAM! 























